To:  R8EISC[R8EISC@epa.gov] 

Cc:  Derek  Gingerich[derek@resourcewest.net] 

From:  Randall  Jochim 

Sent:  Mon  8/1 0/2015  4:56:37  PM 

Subject:  RWI  Water  Storage  Tanks  and  Evaporators 
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Hello  Shaun, 


My  name  is  Randall  Jochim  and  I work  for  Resource  West  in  Grand  Junction  CO.  I understand 
you  are  overseeing  the  water  issue  down  in  the  Durango  CO  area.  I want  to  see  if  any  of  our 
products  could  be  of  assistance.  Please  take  a look  at  the  two  brochures  I have  attached 
regarding  our  evaporation  units  and  our  temporary  above  ground  water  storage  tanks  and  let  me 
know  if  you  have  any  questions. 


Thank  you. 


Randall  Jochim 

Evaporation  Division  Manager 


326  Main  Street  Suite  230 
Grand  Junction,  CO  81501 
Phone:  (970)  245-7104 
Cell:  (970)  712-9673 
Fax:  (970)  241-9942 
randall@resourcew  est . net 
www  .resourcewest.net 
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